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furnace, which consumes about 30 amperes at 220 volts. The
rheostat contains 114 coils of 15 gauge Driver-Harris No. 194
nickel steel wire. These coils arranged in steps consisting of
three coils of 25 feet each (in parallel) per step, and each of thirty-
eight such steps are connected in series with each other, and the
entire rheostat is connected in series with the furnace. Photo
No. 58 shows the arrangement of the top of the rheostat.
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